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_ Tue very high dispersion of the aniline dyes and other absorbing 
media is due, as is well known, to the fact that the absorption band 


“ lies within the visible spectrum. The absorbing power of these sub- 


stances for wave-lengths far removed from the centre of the absorp- 
tion band is so great that only prisms of very small angle can be used, 
which puts a limit on the length of the spectrum which can be obtained 
with them. 

In the case of the so-called transparent substances, the absorption 
band lies so far down in the ultra-violet, that the steepness of the 
dispersion curve in the visible spectrum is not comparable with that 
of the substances which are said to exhibit anomalous dispersion. If, 
however, we push the curve down to the absorption band, employing 
some photographic method, we find that it may be even steeper than the 
curve for cyanine in the red and orange. 

I have found that nitroso-dimethyl-aniline is of peculiar interest, in 
that it fills in the gap existing between the aniline dyes and ordinary 
transparent substances. It has a band of metallic absorption in the 
violet, and is at the same time fairly transparent to the red, yellow, and 
green. The substance melts at 85° C. and can be formed into prisms 
between small strips of thin plate glass. The strips should be about 
two centimeters long and are best fastened together with one of the 
small clamps used with rubber tubing. It is best to melt the material 
on the end of one of the strips, the other being warmed over the same 
flame, and then clamp the two together with a piece of a match between 
the ends, to give the required prismatic form. A candle flame viewed 
through the prism is spread out into a most remarkable spectrum fifteen 
or twenty times as long as one given by a glass prism of the same angle. 
It is instructive to have a prism of the same angle made of Canada 
balsam or some such substance pressed out between two similar glass 
strips. 
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In addition to its remarkable dispersion, the nitroso, as I shall call 
it for short, exhibits a most beautiful violet surface color, which can 
best be exhibited by employing a small cell heated by steam, such as I 
shall describe later on. 

The substance possesses in addition several other interesting features. 
It has, for example, in addition to its sharp and narrow band of metallic 
absorption in the violet, a weaker pair of bands near the end of the ultra- 
violet which flatten out the dispersion curve, but do not bend it into 
oppositely directed branches as the stronger band does. Moreover, the 
substance can be vaporized without decomposition, which makes it pos- 
sible to compare its optical properties in the three states, — solid, liquid, 
and gaseous. 

I shall take up in order the dispersion in the visible spectrum, the 
ultra-violet dispersion, the reflecting power in different parts of the 
spectrum, the principal azimuths and incidences for different wave- 
lengths, the angles of maximum polarization, and the changes in the 
position of the absorption band which accompany a change of state. 
The various results will finally be discussed in their bearing on the 
electro-magnetic theory of dispersion and absorption. 


DISPERSION IN THE VISIBLE SPECTRUM. 


As the refractive index of the nitroso changes very rapidly with the 
temperature, it was necessary in making the determinations of the dis- 
persion to keep the temperature of the melted substance constant. The 
point chosen was the solidifying point, as it simplified the experimental 
conditions. The prism was constructed of a pair of interferometer plates 
accurately plane-parallel, and was mounted on the table of a spectrom- 
eter in a small clamp-frame made especially for it. A current of hot 
air was directed against the prism by means of a bent glass tube, under 
one end of which a small gas flame was burning. The slit of the spec- 
trometer was illuminated with approximately monochromatic light fur- 
nished by a monochromatic illuminator built by Fuess. This extremely 
useful instrument is not as well known as it deserves to be, and a few 
words regarding it may not be out of place. It is essentially a small 
spectroscope with collimator and telescope at right angles. The two 
prisms, which are enclosed in the body of the instrument, are turned by 
means of a micrometer scréw, from the reading of which the wave- 
length can at once be determined from the calibration curve of the 
instrument. The eye-piece can be removed and a draw tube carrying 
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an adjustable slit inserted in its place. The spectrum can be made to 
pass across this slit by turning the micrometer screw, and by noting the 
readings when known lines in the spectrum fall on the slit, the instru- 
ment can be calibrated. This is easily and quickly accomplished by 
means of an ingeniously arranged microscope which can be thrown into 
and out of position as desired. A small lens carried in a tube in front 
of the slit focuses the monochromatic light which issues from it on the 
slit of the spectrometer. 

The dispersion of the nitroso was measured in the following manner. 
The prism having been set at minimum deviation, and the usual adjust- 
ments made, the deviated image of the slit, illuminated in monochromatic 
light, was brought into the field of the telescope. The gas flame was 
then moved out of position and the current of hot air stopped. As the 
fluid nitroso cooled the deviation increased, the reading being taken just 
at the point of solidification, when the image disappeared gradually owing 
to the crystallization of the medium. ‘The warm air was then turned 
on again and a second reading taken in the same way. A number of 
prisms were used, the angles varying from one to ten degrees, those 
of small angle being necessary when working with the bluish green, 
owing to the absorption. In this way the dispersion was measured 
between the extreme red and wave-length .00050, below which point 
the prisms refused to transmit sufficient light to make readings possible. 
The values obtained in this way are given in the following table. 


————— Prism Angle 8° 7’ ~ Prism Angle 53” 

A n A n A n 
508 2.025 636 1.647 497 2.140 
516 1.985 647 1.758 500 2.114 
525 1.945 659 1.750 506 2.074 
536 1.909 669 =: 1.748 513 2.020 
546 1.879 577 1.826 
557 1.857 647 1.754 
569 1.834 669 1.743 
584 1.815 696 1.728 
602 1.796 713 1.718 
611 1.783 730 1.713 
620 1.778 749 1.709 
627 1.769 763 1.697 


The results are shown graphically in Plate 1, together with the dis- 
persion curve for bisulphide of carbon for the same region of the 
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spectrum. The remarkable dispersive power of the nitroso is at once 
apparent when we compare the two curves, and contrast it with that 
of the bisulphide, which has the highest dispersive power of any 
substance in common use. 

Over the region of the spectrum given above, the nitroso can be 
considered as a transparent substance, and the dispersion formula for 
transparent substances can be applied to it. From three values of n 
and the corresponding values of A the value of 2’, the centre of the 
absorption band, can be calculated. 

In the case of selenium, which has a dispersion curve resembling that 
of the nitroso, the absorption appears to increase steadily from the yellow 
down to the extreme ultra-violet, making it impossible to determine ex- 
perimentally the centre of the absorption band which is chiefly responsible 
for the dispersion. Applying the formula for transparent substances to 
the values found for selenium, I found that if we assume a single absorp- 
tion band, its centre must be at wave-length .00056. To account for 
the continued absorption as we pass down the spectrum, we have only to 
assume that there is a series of bands of which the calculated one is the 
first member. I expected that the nitroso would behave in a similar 
manner, but found on examining its transmission that the absorption, 
which commenced at A = .0005, ended quite abruptly at about .00037, 
the substance transmitting the ultra-violet almost down to the last cad- 
mium lines. This property of the substance enabled me to prepare 
screens transparent only to ultra-violet light, which I have described in 
a previous paper.* 

The transparency of the nitroso on the ultra-violet side of the absorp- 
tion band is, however, very much less than on the green side, as I soon 
found in endeavoring to measure the dispersion by crossing a prism of 
the substance formed between quartz plates, with the prism of a quartz 
spectrograph. No trace of the spectrum on the more refrangible side 
of the absorption band appeared on the photographic plate. After a 
number of failures, which obviously resulted from the insufficient trans- 
parency of the nitroso prism, combined with the necessarily short ex- 
posure, I abandoned this method, and made some rough determinations 
of the ultra-violet dispersion, by observations on the angle of maximum 
polarization for these wave-lengths. The results, while not very accu- 
rate, gave unmistakable evidence of anomalous dispersion, the refractive 
index for wave-lengths immediately adjacent to the absorption band 


* Phil. Mag. and Astrophysical J., 1903. 
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ranging from 1.1 to about 1.5. Iwas subsequently able to use the 
method of crossed prisms, by employing very acute prisms, kept warm 
by means of an electrically heated platinum wire, which made long 
exposures possible. 

I shall first, however, consider the polarization phenomena accompany- 
ing the reflection of light from the surface of the fluid nitroso. The 
substance was kept in a liquid 
condition by means of a small 
cell heated by a current of 
steam. Figure A. 

On examining the light re- 
flected at a fairly large angle 
with a Nicol prism, it will be wi beose 
found to vary from light blue to —— 
deep violet and purple, as the a ee 
angle of incidence is increased, Frovas A. 
the Nicol being held in such a 
position as to refuse transmission to the light polarized by reflection. If 
a spectroscope is placed behind the Nicol, a dark band will be seen cross- 
ing the spectrum, which shifts its position as the incidence angle varies. 
The centre of this dark band is evidently the wave-length, for which the 
angle of incidence happens to be the angle of maximum polarization, or 
in other words the refractive index of the substance for this wave-length 
is the tangent of the angle of incidence. In the case of glass and sub- 
stances of low dispersion, the different colors are polarized at nearly the 
same angle, i.e., very little color effect is observed when the reflected 
light is examined with the Nicol. In these cases the dark band to which 
I have referred is so broad as to occupy practically the entire visible 
spectrum. In the case of a substance with as high a dispersion as that of 
the nitroso, the angle of maximum polarization is quite different for the 
different colors, so that the dispersion may be determined by observing 
the position of the centre of the dark band and the angle of incidence. 
It was found that values agreeing very closely with those obtained with 
the prisms could be obtained by this method in the yellow, green, and 
greenish-blue portions of the spectrum. On attempting to drive the 
band through the orange and into the red, it broadened so much that it 
was quite impossible to locate its centre with any precision. This was 
of course due to the fact that the dispersion in the red and orange is 
not sufficient to make the method very accurate in this part of the 
spectrum. The dispersion of selenium was also determined in this 
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manner, and found to agree very well with the results obtained with 
prisms. ‘To apply the method to the ultra-violet the observations were 
made photographically with a small quartz spectrograph made by Fuess. 
This instrument was furnished with a Rochon prism mounted immediately 
behind the quartz collimation lens. This prism as furnished by the 
maker of the instrument refused to transmit the ultra-violet, and I found 
that the two halves had been cemented together with balsam, which I 
replaced with glycerine. Some preliminary experiments were made 
with selenium mirrors, as they were easier to handle than the fluid cell. 
The light from a cadmium spark was reflected into the slit of the iustru- 
ment at various angles of incidence, and dark bands were found running 
across the two polarized spectra furnished by the Rochon prism. I spent 
some time endeavoring to extract data from these bands, and finally came 
to the conclusion that either they were not due to the selective polariza- 
tion by reflection, or else that the dispersion curve as determined for 
selenium by means of the interferometer was in error. On experiment- 
ing further I found that these bands were due solely to the rotatory 
dispersion of the light in the quartz collimating lens, some colors being 
rotated through such an angle as to be quenched in one spectrum by the 
Rochon, and others in such a degree as to be absent in the other. I 
mention this defect in the instrument as it may be of interest to others 
working along similar lines. The proper design of the instrument should 
have called for a collimating lens made of two thin lenses, one of right- 
handed, the other of left-handed quartz. I remedied the defect in my 
instrument by placing a flat plate of L. H. quartz immediately behind 
the lens. This plate had a thickness equal to the thickness of the lens 
at its centre, and abolished the bands entirely, when the lens was dia- 
phragmed down to a small area at the centre. 

I found, however, in working with the horizontal cell of fluid nitroso 
that better results were obtained by using a Nicol prism in front of the 
slit of the spectrograph, than with the Rochon prism. The Nicol was 
made transparent to ultra-violet light by separating the two halves, 
cleaning off the balsam, and subtituting glycerine. 

Evidence of the very low value of the refractive index on the ultra- 
violet side of the absorption band was obtained before any polarization 
experiments were tried. The light of a cadmium spark was reflected 
from the pool of liquid nitroso at nearly normal incidence, and then 
thrown into the spectrograph by means of a quartz total reflecting prism. 
A series of spectra was taken, with times of exposure varying from 2 
seconds to 3 minutes. By comparison of the different spectra it was 
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possible to form a rough estimate of the reflecting power in different 
parts of the spectrum. A similar series was made with a flat reflector 
of magnalium, which is remarkably constant in reflecting power through- 
out the entire spectrum. It was found that the nitroso, in the region of 
its absorption band, reflected almost as strongly as magnalium, while just 
on the ultra-violet side of the band there was a gap in the spectrum, due 
to the very low reflecting power which the substance has for these waves. 
The reflection coefficient at this point was estimated at about 2 per cent 
only, while a short distance further up the spectrum the coefficient is at 
least 80 per cent.* This indicates that the refractive index has a very 
low value at the point of minimum reflection. The following table gives 
an idea of the reflecting power of the nitroso in the various regions of 
the spectrum as compared with the magnalium. The values are of course 
only approximate, being deduced by picking out two spectra (one from 
nitroso the other from magnalium) which showed the same intensity at 
the given wave-length and then comparing the times of exposure. The 
reflecting power is expressed as a fractional part of the reflecting power 
of magnalium. 


A Ref. Power A Ref. Power 
217 380 
240 } 399 1 
290 } 467 1 
330 4 508 
343 535 } 
350 ws 569 } 


When the incidence angle is increased and the reflected light ex- 
amined with a Nicol prism, a most beautiful surface color appeared, 
ranging from a brilliant blue, through violet, to a reddish purple. This 
is very easy to understand. The violet light within the region occupied 
by the absorption band is metallically reflected at all angles of incidence, 
consequently it is always present in excess in the reflected light, and is 
never cut off by the Nicol. As the angle of incidence is increased, the 
polarizing angle for red light is first reached, and the red end of the 
spectrum disappears, being cut off by the Nicol, the reflected light 
appearing blue. As the angle increases, more of the spectrum is re- 
moved by the Nicol, and the color changes to deep violet, the dark 


* This value is much too high. It was based on the supposition that the magna- 
lium plate reflected 80 per cent, which was subsequently found to be incorrect, the 
metal containing too little magnesium and having a rather low reflecting power. 
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band advancing down the spectrum. Finally by further increase the 
red appears again in full intensity, being reflected unpolarized, and 
mixing with the metallically reflected violet gives the brilliant reddish 
purple. Very similar appearances can be observed with selenium, 
though the colors are not as saturated and not nearly so brilliant. 
Having roughed out, so to speak, the dispersion in the ultra-violet by 
photographing the spectrum of the reflected light at various angles of 
incidence through a Nicol prism, an attempt was next made to secure 
more reliable data by means of the method of crossed prisms. A prism 
of small angle, held in a clamp, was mounted with its refracting edge in 
a horizontal position, immediately behind the prism of the quartz spec- 
trograph. A fine platinum wire immediately below the edge of the 
prism, when heated by a current of suitable strength, kept the nitroso in 
a fluid condition. A system of small screens was arranged so that the 
light could either be made to pass through the nitroso prism, or through 
a small clear space in the quartz plates immediately above it, thus pho- 
tographing the deviated and undeviated spectra one above the other. 
The current strength was so adjusted as to keep the temperature of the 
prism as nearly as possible at the melting point of the nitroso. It was 
possible in this way to give exposures of an hour or more, and obtain a 
photographic record of the dispersion curve from the orange down to the 
extreme end of the ultra-violet. The cadmium spark was employed as 
a source of light, and the slit of the spectrograph was diaphragmed down 
to a length of less than a millimeter in order to obtain very narrow 
spectra. As the conditions necessary for success were determined by 
repeated experiments, prisms of larger angle were used, and the two 
spectra, which overlapped in the first experiments in the region where 
the refractive index had a low value, were completely separated. I 
found that a great improvement resulted from carefully grinding the 
edge of the quartz plate, which rests against the other plate, perfectly 
straight with fine emery. It was not until this expedient was adopted 
that the larger angles became possible. The deviated spectrum is quite 
sharp except close to the edge of the absorption band, where absorption 
produces a broadening of the image by reducing the effective width of 
the beam of light, as is always the case with strongly absorbing prisms. 
It is even possible to follow the general trend of the dispersion curve 
right through the band of metallic absorption, though the broadening 
resulting from diffraction is, in this region, so great that accurate meas- 
urements were impossible. The continuity of the curve is shown, how- 
ever, better than I have ever seen it in any photograph. To deduce 
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numerical values from the photographs, the distances between the spectra 
were measured with a dividing engine at the principal cadmium lines. 
From these distances the actual angular deviations were calculated, 
making proper allowance for the fact that the plate stood at an angle, — 
i.e., the focal length of the lens of the spectrograph was very different 
in the different regions of the spectrum. The angle of the prism was 
calculated from the deviations in the yellow and green, for which region 
the refractive index had been already determined with considerable 
accuracy. In spite of the rather crude method, the results obtained 
with the different prisms agreed surprisingly well. 

It will be seen from the photographs, some of which are reproduced 
in Figure 1, Plate 3, that the deviated and undeviated spectra come 
together at the ultra-violet edge of the principal absorption band, indicat- 
ing a refractive index not much above unity. 

The prism angles in these experiments varied from 20! to 2°. 

It was found possible to get a fairly accurate determination of the re- 
fractive index for wave-length 48 from these photographs, the mean of 
several determinations giving 2.28 as the value. The values found on 
the ultra-violet side of the band are given in the form of a curve in 
Plate 2. This portion of the curve is especially interesting, as the 
effect of the ultra-violet absorption bands is most strikingly shown. 
The weak band at wave-length 25 causes a dip in the curve, which 
has a maximum at 285, after which it again rises rapidly as it ap- 
proaches the heavier absorption band situated not far from 20. 

On this same Figure I have given the dispersion in the visible spec- 
trum, together with the value » = 1.85 for wave-length, A = 43, the 
centre of the absorption band, which was determined from the constants 
of elliptical polarization. The trend of the curve within the absorption 
band I have sketched in freehand, as well as the general form and posi- 
tion of the absorption bands. 

I have already shown that the reflecting power of the nitroso for the 
wave-lengths immediately adjoining the absorption band on the ultra- 
violet side, is exceedingly small, which is not surprising when we con- 
sider that the refractive index for this region is not very different from 
air. If now we consider a quartz-nitroso surface, instead of an air-nitroso 
surface, we should expect fairly strong reflection at this point, the 
nitroso acting as the rarer medium, while further down the spectrum, 
at about wave-length 29, where the indices of the quartz and nitroso are 
very nearly the same, we should expect scarcely any reflection at all. 

This was found to be the case. An acute prism of quartz was 
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ground and polished, and one face of it brought in contact with a 
small drop of nitroso fused on a strip of blackened brass. One end 
of the strip was heated in a flame, the nitroso remaining fluid as a 
result of the heat conduction along the strip. The object of using the 
blackened brass was to get rid of reflection from the back surface of 
the nitroso. The light reflected from the front surface of the quartz 
was thrown to one side, owing to the inclination, so that everything was 
eliminated except the reflection from the quartz-nitroso surface. The 
spectrum of this selectively reflected light is shown in Figure 2, Plate 3. 
The minimum at wave-length 36 will be seen to have disappeared, and a 
new one will be found at 29 just about where we should expect it. This 
minimum would doubtless be more pronounced were it not for the fact 
that the absorption coefficient’ has at this point a not inconsiderable 
value, which will cause the bounding surface in question to have a higher 
reflecting power than if both media were perfectly transparent. 


ABsoRPTION OF SOLID, Liguip, AND Gaseous NItTRosOo. 


No determinations of the dispersion of the solid nitroso have been 
made, owing to the difficulty of getting suitable prisms: when the 
fluid prisms cool off the nitroso crystallizes in aborescent forms, and no 
longer transmits regularly. If the prism is held close to the eye, and a 
lamp flame viewed through it, enormously deviated spectra are seen, due 
to the formation of crystals having a much larger angle than the prism. 
The substance in the solid condition is double refracting, the two spectra 
which every prism furnishes being extinguished in turn by a revolving 
Nicol prism. The absorption band of the solid nitroso was studied by 
photography. A drop of fluid nitroso was pressed in a clamp between 
two hot plates of quartz, which were allowed to cool under pressure. 
In this way a very thin film of the solid substance was obtained. On 
photographing a spectrum through this screen it was found that the prin- 
cipal absorption band had broken up into two, placed symmetrically with 
respect to the band shown by the fluid. One of these doubtless belongs 
to the ordinary, the other to the extraordinary ray. The centres of the 
bands are at wave-lengths 36 and 46, while the centre of the single band 
possessed by the liquid is at A = 43. 

In Figure 3, Plate 3 we have two photographs of this double band. 

The absorption of the liquid nitroso does not differ very materially 
from that of its solution in glycerine, which I have described in a previ- 
ous paper on screens transparent only to ultra-violet light. The absorp- 
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tion spectrum was photographed by pressing out a drop of the fluid 
substance between a quartz lens and plate, the whole being kept warm 
by a current of hot air. In this way a film of variable thickness was 
obtained, which when brought close to the slit of the quartz spectrograph, 
enabled a record to be made of the relative intensities, positions, and 
general form of the absorption bands. One of these photographs is 
shown in Figure 4, Plate 3. 

The nitroso begins to vaporize at a temperature only a little above 
its melting point, and the absorption of the vapor is interesting, for 
unlike most absorbing vapors and gases, this substance shows a broad 
absorption band, similar to the liquid, only shifted well down into the 
ultra-violet. The nitroso was vaporized in a glass tube, the ends of 
which were closed with quartz plates. The tube was previously ex- 
hausted, and was heated by a water bath through which it passed. The 
absorption spectrum was photographed at different temperatures, ranging 
from 85°, the melting point, to 100°. The absorption does not begin 
as a narrow line, as is usually the case with gases, but with a broad 
band, which increases in intensity as the density of the vapor increases. 
The centre of this band is at wave-length 34, while the centre of the 
band in the case of the liquid is at 43. 

I made numerous experiments to see whether the density of the vapor 
could be sufficiently increased to cause a shift in the position of the band 
towards the red, all of which failed, owing to the fact that the nitroso 
decomposes at temperatures above 150. The substance was heated in | 
strong sealed bulbs in an air bath, but decomposition always resulted 
before a density sufficient to shift the absorption band in a measurable 
degree had been obtained. 

On the other hand the position of the absorption band can be shifted 
by increasing the density of the medium in which the nitroso vapor is 
present. If a solution of nitroso in ether is heated above its critical 
temperature in sealed glass tubes, the centre of the absorption band can 
be given almost any position between that of the vapor band and the 
solution band, by varying the amount of ether in the tube, or in other 
words by varying the density of the vapor. 

I made a number of attempts to prove that the double overlapping 
band shown by the solid was connected with the double refraction of 
the nitroso crystals, by placing a Nicol before the slit of the spectro- 
graph and photographing the absorption spectrum of a thin crystalline 


film of the substance between two quartz plates. A number of spectra 


were taken with the Nicol in different positions, a comparison of which 
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gave unmistakable evidence that one band belonged to the ordinary, the 
other to the extraordinary ray. In no case did either of the bands dis- 
appear entirely, owing to the fact that they overlap, which makes it 
impossible to have complete transparency with the Nicol in any posi- 
tion. No measurements have as yet been made of the values of the 
extinction coefficient in different parts of the spectrum, owing to the diffi- 
culty of preparing a film thin enough to transmit light within the absorp- 
tion band. Though it is possible to get a wedge-shaped film between 
a lens and a flat plate which transmits all wave-lengths to a certain 
degree in its thinest portions, a film of this nature is quite unsuitable for 
quantitative measurements of the absorption. Probably by working with 
solutions in glycerine of different concentrations and thicknesses a fairly 
correct idea of the absorption curve could be obtained by calculation, 
though this method would be open to some objections. Until the sub- 
stance has been investigated in the infra-red and until the dielectric 
constant has been determined, the dispersion formula cannot be applied 
to it to the best advantage. 

At the present time facilities for investigating these two points are not 
at my disposal, but I expect in the near future to investigate them. In 
the meantime it is instructive to apply the formula to the results which 
have already been obtained. 


Tae DIsPERSION FORMULA. 


For parts of the spectrum in which the extinction coefficient has a 
small value the dispersion is represented by the formula 


m, 
+ 


in which A, are the wave-lengths of the centres of the absorption bands 
(nearly) and m, constants for these bands, the summation being taken for 
all of the absorption bands, whether near or far removed from the por- 


tion of the spectrum under consideration. If the bands are far removed 
2 


from this region the fraction aw is practically equal to unity and 


the constants m’, m!’, etc., have merely to be added or subtracted accord- 
ing to whether they lie on the more refrangible or less refrangible side 


of the spectral region under investigation, i.e., according as the sign of 
2 


YA? is positive or negative. 
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For a medium having but a single absorption band the formula takes 


the form 
m! 
This formula can, I think, be applied to sodium vapor, judging from 
results recently obtained. Most other substances have, however, a 
second band further along in the ultra-violet, though for the region 
investigated experimentally this is so far removed that m!’ can be con- 
sidered constant. The formula then takes the form 


m! d2 
in which m =m!’ + 1. This formula has been found to represent the 
dispersion of most transparent substances. 

I have applied this formula to the region of the spectrum for which 
the nitroso is most transparent, using the data obtained with the spec- 
trometer and prisms of comparatively large angle. 

The position of the centre of the absorption band can be calculated 
from three observed values of the refractive index, 1, m2, m3, for wave- 
lengths 4, Az, As, from the formula, 

2__ 


, in which C = “2. 


As? (Ay? A”) — A,? QA? As) C 
(Ay? — Ag?) — (Ay? — C ng? — 


= 


This formula gives A! = 43.1 for the centre of the absorption band, a 
value agreeing closely with the observed value. Further, 


— my") (Ax? — 2”) — 2”) 


QZ — dg”) 
m! 
m = — 


The values found for m’ vary slightly with the region of the spectrum 
in which the value of m and A are chosen. This indicates the presence 
of infra-red absorption bands. The mean value found was 


m! = 0.58 
n= 2.13 


If it had turned out that m equalled one, the inference would have 
been that the absorption band at A = 43 was the only one present. The 
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large value of m— 1 points to one or more other bands in the ultra- 
violet. As I have already shown, a strong absorption-band exists a little 
below A = 20 and a weak one at A= 25. Though the formula as it 
stands represents the dispersion in the red, yellow, and green fairly 
well, it breaks down if we try to apply it to the values found in the ultra- 
violet by the photographic application of the method of crossed prisms. 


This is due to the fact that we are getting into the region in which 


An is no longer approximately equal to one. 
This quantity increases in magnitude as A decreases, and the values of 


n will, consequently, be higher than those calculated on the assumption 
that the quantity is equal to unity. To meet this contingency we must 
use the formula (neglecting the weak band at ’ = 25), 


m! m!! r2 


Since m= 2.13 = m’ + 1, wecan take m! = 1.13. 

The value of the refractive index n, for X = 34 calculated from the 
original formula, is 2 = 1.1, the value observed is 1.3; in other words 
the value is raised by the influence of the remote ultra-violet band. 
Using this observed value of x, it is possible to calculate the wave-length 
X" of the ultra-violet band, assuming as above that m! = 1.13. 

This was found to be /’ = 18, which looks reasonable. Of course it 
is impossible to determine the centre of the band experimentally, since 
the nitroso cuts off everything below 20. Whether or not a return of 
transparency would be found further along by employing fluorite plates 
and a vacuum spectrograph, it is impossible to say. The calculated 
value of 2 is about what we should expect it to be, judging by an 
inspection of the photographs of the absorption in this region. 

Weare now in a position to calculate other values of 2 in the ultra- 
violet and compare them with the observed. For A = 36 (the wave- 
length for which the lowest value of m was found experimentally), x 
calculated by first formula was n = .92, by second formula n = 1.08, 
observed nm = 1.05. For A = 31, by second formula n = 1.42, observed 
n= 1.43. Obviously we cannot apply the formula to that portion of 
the curve between wave-lengths 23 and 29 until we know the value of 
the extinction coefficient within this region. I feel certain that there 
are absorption bands in the infra-red, not only on account of the indica- 
tions which the dispersion formula gives, but because when working 
with prisms of large angle I found that a fairly strong absorption oc- 
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curred in the extreme visible red. It was not sufficiently intense to 
interfere with measurements, and whether it was due to the presence 
of a weak, diffused band, similar to the one at A = 25, or to a strong 
band of metallic absorption, I was unable to say, the observations being 
confined to its extreme edge. I expect to investigate this point, as soon 
as our apparatus for the study of the infra-red region of the spectrum is 
in working order. I hope to be able, in the near future, to make a 
determination of the dielectric constant of the substance. With these 
points thoroughly investigated, a more rigorous application of the dis- 
persion formula to the results will be possible. I feel less hopeful of 
getting satisfactory data regarding the absorption, but shall at all events 
make the attempt. 


Tue DiIsrersion OF TOLUINE. 


In examining the ultra-violet absorption of some organic solvents, I 
found that toluine has a fairly strong and narrow absorption band at 
wave-length .00027, in addition to the band of metallic absorption 
below .00020, which is the one which chiefly influences the dispersion 
of the substance. It occurred to me that it would be interesting to 
determine the dispersion of the substance through this region, and see 
to what extent the curve was modified by the weaker band. So far as I 
was able to find, the ultra-violet dispersion of toluine has never been 
determined, which is not very surprising, since only very acute prisms 
transmit anything below the band above mentioned. The same method 
was employed as in the case of nitroso-dimethyl-aniline, namely the 
crossed prism method adapted to the quartz spectrograph. 

The dispersion was first measured in the visible spectrum with a 
hollow prism of 60° angle. Small prisms were then made of quartz 
plates with the toluine between them, the angles varying from two to 
six degrees. The angles were determined from the photographs of the 
deviated spectra obtained with the quartz spectrograph, using the data ob- 
tained with the spectrometer in the blue region of the spectrum. Figure 6, 
Plate 3, shows one of the deviated spectra, the ultra-violet being to the 
left, and illustrates well the general form of the dispersion curve in this 
region. Figures 7 and 8 show the deviated and undeviated spectra, the 
one above the other, obtained with prisms of two different angles, It is 
at once apparent that the absorption band at wave-length .000271 modi- 
fies the curve to no small degree. On the original negatives a very 
slight trace of oppositely curved branches, such as are always present at 
the edges of strong absorption bands, is discernible. The band is quite 
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narrow and fairly strong, yet it does not seem to modify the curve to 
any great degree on the red side, —at least the curve has nothing like 
the steepness which it has in the remote ultra-violet. On the other side 
of the band, however, the curve is seen to be depressed to a considerable 
distance. ‘The influence of the band seems, therefore, to be unsymmetri- 
cal. This is to be ascribed, I believe, to the fact that the absorption on 
the ultra-violet side of this band is quite strong, as will be seen from 
Figure 8. 


The plates were measured in the same manner as the nitroso plates 


and a table of the refractive indices is given below. 


Aa n. A. n. 
2266 1.885 2681 1.640 
2288 1.8503 2750 1.628 
2314 1.821 2980 1.595 
2322 1.808 3250 1.570 
2330 1.807 3400 1.554 
2372 1.767 3659 1.542 
2470 1.709 3995 1.526 
2527 1.1679 4799 1.507 


2570 1.649 


The curve is shown graphically on Plate 1. 

Applying the dispersion formula to the results we find, neglecting the 
band at .00027 for the centre of the band of metallic absorption in the 
ultra-violet, the value .000182, which is not inconsistent with the photo- 
graphic records. For the other constants we find m = 1.37 and m! = .77. 

The sum of these two constants should give us the dielectric constant 


of the substance if no other bands of absorption are present. The sum 


m + m! = 2.14, while the dielectric constant is 2.36 (determination by 
Palaz), from which it seems probable that there is an absorption band in 
the infra-red. , 

The formula expresses the dispersion fairly well except for a narrow 
range immediately on the more refrangible side of the band at wave- 
length .00027. Adding another term to the formula will not help 
matters much in this region, in my opinion, owing to the indefinite nature 
of the absorption. 

The substance seems to be worthy of a more complete investigation. 
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